Street Furniture Funds - Motion 


Subject: Street Furniture Funds - Motion 
From: Nate Kaplan <nate.kaplan@lacity.org> 

Date: 09/22/2010 02:29 PM 

To: jruhlen916 <jruhlen916@aol.com>, Donald Duckworth 
<duckworth.donald@gmail.com>, Miki Payne <miki@hbdrollinger.com> 

Fley Team 

I have attached a draft of the motion needed so I can get this money to you 
asap. 

Can you please fill in the street location portion (end of paragraph in Section 
"1"), then send it back. I just want to make sure we specify which trees on which 
streets are going to be taken care of with this money. 

Thanks! 

Nate 


Nate Kaplan 
Field Deputy 

Office of Councilmember Bill Rosendahl 
City of Los Angeles, 11th District 
7166 W. Manchester Ave 
Los Angeles, CA 90045 
Phone: 310-568-8772 
Fax: 310-410-3946 
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